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PART III 


Stores Purchase 


Medical Education Department 

<3(3‘‘>ejocnj ojacru^o 

(i) 

manj(3 crul3/i7i03/20i4/a®o.crulo1. 2014 6HrurJgosnj(3 29 . 
ffnlojajmamnjjfflo oacu)1<ss)ro3 Gc&.o<sges1ffl£j cruc3eso1 

Qj1e0(X)«5T5)l(Sej<flS)0(H)1 (3T5)(U<33^a0CD) «5)Offl(P<jjO(I»janD CTU0Cjem63I3C/5 
ailoxasmo 6)nj^)j(inD(m1(n B(3<ieio<TU2ca>c/3 cMdsml^j 

6)A,oa9]croi. ra(3^ejoorujcft)a3 ra(3>^ejoonj cnanjcfflosjcftijsl cnkraulrai 
«D°lco)«j)1c9S)jaja3ru o3croT< t_| oa3, naaultssxais Gc&otigss, 
iro1(apmTO)ri_5(ao-695 011 agym culaDcrasimlroS ri^Brrol^lal&esKT^^ 

B(3(iejocru cnauffljo cruocucnsjBgjsis enjojo— 137 / 2014 .— 

O3llMGl2<S2)lCBajL)0Cnj(Bcfti0n]-1 ci£)6rno. 

G^iiejocru (BnHoorarailsKig nilei (rolcfcjantojc/dfiio-ps): 
raracruraS—' 1 , 260 . 

(TO ’ 


-' 630. 

(3(3<ieio<Tu Gaoooo ajlro3ces)janD raraoicruocn (rolrarailcajo 

(TUfflCDXUJo - 13-11-2014, 3 126ml. 

ocS^ejocri) csanooo arui°lca>ffl1c86)janD raraaiamocn (aftocatojo 

<TUl2M2)Q1Jo-14-11-2014, 2.30 2)6m1. 

B^aeioom 8S)jOc0S)jcinD «j)1cn)®)1cQ)jo cruacfficnjo—14-11-2014, 
3 m6m1. 

Ga£ioo63T3a3 rainjaeilraS csai6ng(U(3 tmacfficfficSffljaTDcmlcojQQjsiTe 
(' 50 ) raraoDlcftaocffll rara(!C»<i»(Sc0ffl6nB«5)O6rn. (3c8‘‘>ejocTu 
(SciDooffirrolsia^ ailej 630ao1m51ra3 ecn®1(B§o ffl6m1e<r»ocdcux3 oiajerao 
(rui°lca>a1c9S)jaT)85)06nD. cmaejODraiaajgg ng)ep (3iaeoJc9iii<fegjo 
CDlacn)1c0S)jcro«no6m. ennooeraimosisonjo aj(Bc->JL®i63i3(Bgo 
acsgsxmaleijo tBOJDOcOj^jfflma^jcejego rarecnxracefflocRS (fflrajaic/a^fflnjgj 













OcftiOsnejggcnjo efflRsSajl&iocruo cu^csaniziejORSTSKWjfflocQ) 
ffl6rrilecD)0^cu}Ojcft)a3 aTlfflcniltSOjcrnanosTTO. ffl6mlG<®o<2k\uojc&)U3 
cusH cBtiD0O63i3a3 {majnjaD^flajgjDcejOsnejgg (3ra(BnJdMd<&,«3 gra 

630nnl(nilo3 20 - 10 - 2014 -cn ajorcinj <ftl§ 1 ®) 1 ffllc 0 s> 6 rr>o. cmoacrol^j 
ca> 1 § 2 cm 2i6m1(scQ)0(3ajDOjcft>c^ mlfflcnilcaojcmtroosrn. racS^eiocru 
dtiDooo 6)fflca>aoooa3 njoslejoraimanjo 63ffl1d3sxa8 carss^i cnjca. 

cft, 1 §jcmc(r)ji 2 &j. (rooarrulijj <ft>1§jcm GfS'^ejocrujeft.c^ 
wos)«no 0j caofflsrDajaaoejjo cru/lcaialcSsqaTxmej. caqsjtroraS 
Clil<U(a6313C/3 l/iJOJ^anrol Bl(lJ<TU63BglKS3 6gT> (3T3)aD°lorolKS8 crilcmjo 
ej@1c0S)jcm«5)O6rD. 

No. C3-17103/2014/MCT. 29th September 2014. 

Sealed competitive tenders in the prescribed form are 
invited for the supply of the following items required for 
Surgary Department, Government Medical College, 
Thiruvananthapuram. Tenders should be superscribed 
tender number and addressed to the Principal, Government 
Medical College, Thiruvananthapuram, Pin-695 011. Details 
can be had from this office on working hours till 3.30 p. m. 

Tender No. and Name of Equipment—137/2014— 
Sigmoidoscope—1 No. 

Cost of tender form (Inclusive of Sales Tax): 

Original—' 1,260 
Duplicate—' 630. 

Last date and time for sale of tender form— 

13- 11-2014, 3 p. m. 

Last date and time of receipt of tender form— 

14- 11-2014, 2.30 p. m. 

Opening date and time of tender—14-11-2014, 3 p. m. 

Tender forms will be sent through post if 
required provided due amount with sufficient postage 
charges (' 50) is sent by way of Money Order in 
favour of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 011. Money 
Order should reach this office on or before 20-10-2014. 
No other forms of remittance will be accepted. 

Specification 

Video Sigmodiscope 

Technical Specification 

1. Should have a minimum field of use of 140°. 

2. Should have a depth of field from 5-100 mm. 

3. Should have an instrument cannel of minimum 
2.8mm inner diameter. 

4. Should be supplied with all standard with 
accessories. 

Video Processor and light source 


1. Should be a single chip camera. 

2. Should have RGB, S-video, Composite video 
output and all these types of video cables should 
be provided. 

3. Should have white balance function. 

4. Should have in built 150 W halogen light source/ 
Xenon/LED. 

5. Should have a stand-by lamp and should glow in 
the even of failure of the primary lamp. 

6 . Should be compatible for both gastroscope and 
colonoscope. 

7. Should work with input 200—240Vac 50 Hz supply. 

Monitor 

1. Should be a 15 inches LCD/TLT medical grade 
monitor. 

2. Should have provision for accepting RGB, S-video 
composite video signal. 

3. Should have minimum 1 K x IK resolution. 

4. Should have wide viewing angle. 

5. Should work with input 200 to 240 Vac 50 Hz 
supply. 

Others 

Should be supplied with suitable trolley 

Warranty-3 Years. 

Tender Schedule 

1. The period for which the rates to be in firm-One 
year. 

2. The rates should be inclusive of sales tax and 
for free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 100 Kerala-Non Judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


9. Tenders Unsealed, Unsigned or submitted without 
supercription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 

( 2 ) 

03011(8 0rul3/l8702/2014/SSlrig)o<TUlp1. 2014 fflOUnjgo6TU(3 23. 

(mlffljajODcriDnjjfflo flacuilcesiraS eca>ocsgssl6)ej cnx38s1<ss)«53 
cn^ocruet.soag)ci^(B03g8sl cuilnjotSgjfflma^jc&glcsejceffl rarejcuaa^mocn) 
(Tuouxn6SBo3 (ulraiasmo 6)njcg>303 caioraSajffl^ajggojalraS crilanjo 
racS^ejocrujtfcc/S cMdsmln-iiOcfeoasiaru. 

ac3<i£jocru cncruffljo ouotDOissBgjffls Ururajo a®6majjo— 

138/2014-n®a3cUJ ^eicftet.SO(TUc3sjlc9S)«53 OJLXr»36)«53(3ffll-1 

(cnj6)aJcnilfi£ilGc06io9da3 gggSc9S)o OiijmjKnlffllcesijaDj.) 

Q(3neiocn) GaDooraimlfflaij ailei : 
raraaruraS—' 1 , 680 . 

(TO ’ 

aaffl1(jjc9)c3Tj—' 840. 

adS^ejocru Gaoooo mlraScSffljcm rarccucruocn «s>°) era rail trajo 

aruacffiOJJo-5-11-2014, 3 fflSITDl. 

adS^ejocru csocooo ou/Ic&oIcMjot) rarecuouooi troltraratojo 
ouacraajjo—6-11-2014, 2.30 axsrril. 

B(3aejocru ®ijo<ss)janD caytoaDlcrajo ODacracujo—6-11-2014, 

3 2)6ml. 

(SnD0063i3a3 csinJoeiloS Gcu6n§(U(3 (3raco)cs3)c9S)jaT)«»1(nj(scu6re 
raijcO) (' 50 ) (3rau)1<ft,aocD)1 care era era Go96>6n3«5)3 6n3. aeS^eioou 
<s an oo email 6>ojj culm aoaflTcrulcaS escneolesgo asrnleeraoeScuxS 
rard)CB<r»o cru/lcftiffllceffljfnxmoern. eare&jogKaxraias n®eio (3reesaJdMdtft>g;jo 
tn 1 fflnru 1 <ss)jcm«r )0 6rn. esaDoocBemaiosisoajo (zqtBnJ lustra® go 
aegffKOiBilejjo <2cui3cfti^6)ffloji2<ft>eg3 (arecracra<0S)3o3 eareicucra^Oajgj 
6)>e>3 6nsj gganjo csaraSoil eioaruo cu^<M5i mmofflraicmjfflocra 


a6ro1e®0(3cu)O2c&,a3 o3leaoojl<06)joT>csi36rf>. fflsrrfleBeraoearuiojc&e/Scuepl 
(Ba£)3063Bo3 (313)01 08^ 6)a_| §J 6)<fti3 6n§Jgg C3T3 CS aJ Mi cfti «3 gDO) 
BSanlcnjlraS i5-io-20i4-cn2fflja3nj ca>1§1c!c»lffll<flS)6mo. snofflanilijj 
cft.1§jcm 2i6m1cs®3(3cu)02oa,a3 cnlooulcesijoTiemoCTf). 3(8<^ei3om 

(BaDOOo 6)6)cfti2)3O303 nJ3Slej3«5Tt5)(WJo 63ffl1c0S)K53 careSaJ (TOJcO) 

eoilffllajj cedgjcrneaija&i. raioacnilajj adS^eiscrujc&aS 

<r»36K!j)0fflj ca>3fflsmcucaoeijo crujlcBjffllcOffljcrmaiej. daqsjraxnS 
ajlcnffl63B«3 tp-icu^eaTSil [3laicni63i3g1cn8 gD'n rarejadlcnjlraS cnlanDjo 
eje1<ss)jcnx(r)36rn. 

No. C3-18702/2014/MCT. 23rd September 2014. 

Sealed limited tenders are invited for the supply of 
the following items required for the Department 
of Surgical Gastroentrology, Medical College, 
Thiruvananthapuram. Tenders should be superscribed, 
tender number and addressed to the Principal, 
Government Medical College, Thiruvananthapuram, 
Pin-695 Oil. Details can be had from this office on working 
hours till 3.30 p. m. 

Tender No.—138/2014. 

Name of Item and quantity—High End Electro 
Surgical Diathermy (Specification Attached)—1 No. 

Cost of tender form (Inclusive of Sales Tax): 

Original—' 1,680. 

Duplicate—' 840. 

Last date and time for sale of tender form—5-11-2014, 
3 p. m. 

Last date and time of receipt of tender form— 
6-11-2014, 2.30 p. m. 

Opening date and time of tender—6-11-2014, 3 p. m. 

Tender forms will be sent through post if 
required provided due amount with sufficient postage 
charges (' 50) is sent by way of Money Order in 
favour of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 011. Money 
Order should reach this office on or before 15-10-2014. 
No other forms of remittance will be accepted. 

Tender Schedule 

1. The period for which the rates to be in firm—One 
year. 

2. The rates should be inclusive of sales tax and 
for free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 


6. Tenders should be accompanied with a formal 
agreement executed in ' 100 Kerala-Non Judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorisation letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 
Specification for Electro Surgical/Cautery 

Description and Specification 

1. Micro controller based isolated Electrosurgical 
Generator having both Monopolar and Bipolar 
outputs designed for all surgical procedures. 

2 Smart Generator should be able to monitor 
changes in tissue impedance 200 times per second 
continuously and adjusts power. Power efficiency 
rating of 98 for accurate and consistent cut 
performance. 


3. Monopolar outputs should have three cutting 
modes:— 

(a) Low Cut for delicate, tissue or Laparoscopic 
cases having maximum power of 300W. 

(b) Pure Cut for clean, precise cut in general 
surgery having maximum power of 300 W. 

(c) Blend mode for cutting with homeostasis 
having maximum power of 200 W. 

All cut modes should be able to adjust output 
power depending on tissue density by less than 
15% or 5W, whichever is greater. 

4. It should have three Coag Modes with maximum 
power of 120 W 

(a) Desiccate mode for low voltage contact 
coagulation suitable for Laparoscopic and 
delicate tissue work. 

(b) Furlgurate mode for efficient non-contact 
coagulation in most applications. 

(c) Spray mode should have modomized spray 
effect of varying amplitude and freequency 
for coagulating large tissue areas with 
minimum depends of necrosis. 

5. It should have three bipolar modes with maximum 
power of 20W 

(a) Precise mode to have fine control of 
desiccation in delicate tissue. 

(b) Standard mode for applications at low 

voltage to prevent sparking. 

(c) Macro mode for applications on tissue with 

high resistance. 

6. It should have patient plate monitoring facility 
and should give audiovisual alaram and 
deactivate output if contact between patient and 
patient plate is not proper to eliminate the risk of 
patient burns. 

7. The unit should have two handswitching and 
two footswitching monopolar outputs and one 
handswitching and footswitching bipolar output. 

8. It should have membrane keyboard for power 
settings. 

9. The unit should have individual digital display of 
power for Bipolar. Monopolar cut and Monopolar 
Coag. 

10. The unit should have temperature sensing cooling 
fan, which should operate automatically in 
Protect generator, from thermal damage. 


( 3 ) 


cncnj(3 cnil 1/21741/2014/ci^)o.orol.oT. 2014 63d£cBS06ni(3 1. 

railffljQjODomnjjfflo fflacuilcesKoS s<a>0Ggs3lcB£ice6)0aK/8^2)0<s3) 
(moffl'pnjoasjoD <Tuou)cr>63i3c/3 <h1<5)06it>o Oru^janKnlao 
afaruracrujgoaimjgg 2q(3DJ^J fl (3 <^eio an jtfti c/3 <&&isrri\^i 
aefeossiano). B(3^ejooujca>a3 r3c3<Teioan oooiKJOosjcfejsl oolaailrai 
(0>1(Q) (5)1 c96>2 2q(l3aJ (.Ml(l3an1 o_|CX/3, 6)2l(U)1c06)C58 (S<ft>OCBg 88, 
(0)lfflj(lJ0D0r0)nJJ(ao-695 Oil cypOT) 011£1000(010)1(03 ci£)(010)1 ajlol 
(Sc6«)6ng(a)osm. 

3(3<^eioom cnamojo ^0D(oio)1aa^ esajojo ag)6rncujo— 
143/2014—oo afflo1(al(0)(o3onj—9 ng)6n)o. 

radSnejocro eanootoioilooS ciilei : 

(31800X53-' 420. 

or\) 

aaoliT-icai^nj—' 210. 

(3(3^eioooi GoDDOo (lflraScOOjoT) rarecuauoa) <0)1(O)(0)1(O)jo 
ooxacfflnijo—10-11-2014, 3 manl. 

3(3<^eiooi) Gaiiooo oo)j1tft.o1ces)jor) raiacuanoro anlcsxstojo 

0O)l2<H)QJJo-11-11-2014, 2.30 2)611)1. 

3(3<^eioooj (0)jOceajom ra/toraflcmjo oo)2kq)(1ijo— 11-11-2014, 

3 2)611)1. 

<5ciD 0O6313C/3 (0)nJ0ejl(03 eai6ngOJ<3 (318(0)(S))c96)J01)(0)100jeQJ6ITg 
(D)Jc&) (' 50) (318 0)1 cft> 2) 0(0)1 (318(0)d»(lcS6)61B(0)0 6in. 8(3^001) 
Qo£lOO(515)1ffla3 ailej 630cifl1aDlc53 GOOffllcSgO 2)6IT)kS(Q)0(3(U)(3 (318)6(0)0 
(roil<ft> ol (06)200X0)0611). (3i8eioa(0)(0)jgg tifjejo raraenJcMdrfcgjo 
o)1ooolce6)joiKO)0 6n). ennooeraioioasorijo 2i2iBnJi.(5)6SB(Bg() 
2)ega(0)Ea>1eijo ecu)o<ft> < i ) jffl2)a3jcft)ego rai8<o)(O)ce6)00RS (srajdjaa^ffliTjgj 
6)<ft>0 611§2 gg(0)jo 62)(03(111 £1000)o C11^c9<5) 2)£J0(515)(5)J2i:)<S2) 
2i6m1(B(O)0(3cu)O2cft>c/3 oolooulcsajoDanosn). 2)6inle(O)0(3(u)ojcft,a3 
(liipl Ga£)0O63i3o3 orajdjao^aiTjgjffltSjoenejgg C3i8(8r>jd3adca>«3 gra 
630nnl00)1(03 28-10-2014-00 cft.1 §1(0)1 <31 c06)611)0. (0)02100)liJJ 

ca>1§jai) 2)6m!eco)oc3aD02 ( a)(/3 oo1(aai)1cS6)jom(D)06rD. odS^eioan 

GfiDOOo aOcft 2100003 nJOSl &J0(515)(0)^o 63(5lc06)(53 (318 Snj (Ol^cO) 
(oilal^ij ca>1§jai)(0)jmej. (oioaanl^jj ca>1§jai) 3c3<tejoanjca>c/3 
(ojoatoiofflj cfti00611)Cooaoeijo anilc&ffllcoajonDan&i. cfcjsjanraS 
cul(iia63Ba3 t,n-i^(0i5)1 3lajan63i3g1c58 ego rarajanlooilcoS oolanjo 
eje1ceajaixo)06ni. 

No. Cl-21741/2014/MCT. 1st October 2014. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of the following items for 
Government Medical College at Thiruvananthapuram. 
Tenders should be superscribed as tender numbered 
and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No. and details of items—143/2014—Raw 


Cost of tender form (Inclusive of VAT): 

Original—' 420. 

Duplicate—' 210. 

Last date and time for sale of tender form— 

10- 11-2014, 3 p. m. 

Last date and time of receipt of tender form— 

11- 11-2014, 2.30 p. m. 

Opening date and time of tender—11-11-2014, 3 p. m. 

Tender forms can be had from the office of the 
Principal, Medical College, Trivandrum-11 upto 3 p. m. on 
working days. Tender forms will be sent through post if 
required provided due amount with sufficient postage 
charges (' 50) is sent by way of Money Order in 
favour of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 011. Money 
Order should reach this office on or before 28-10-2014. 
No other form of remittance will be accepted. 

List of Raw Materials 

Department of Physical Medicine and Rehabilitation 
Artificial Limb Fitting Centre 

SI. Name of Materials and Quantity 

No. Approximate Cost Required 


SL Calf Leather (Black Colour) 

(Thickness: 1mm to 1.5 mm) 
chrome thanned Leather—832 

50 kg. 

SL Calf Leather (Golden Brown Colour) 
(Thickness: 1mm to 1.5 mm) chrome 
thanned leather—832 

50 „ 

Buff Hide Leather 

(Thickness: 2.5mm to 3 mm) —458 

50 „ 

Compressed Cut Sole Leather 
(Thickness: 3mm to 4 mm) —430 

50 „ 

Cowhide leather/Cow carried leather 

1 No. wt. below 1000 gms—492 

50 „ 

Sheep Skin Leather (1 No. leather 
wt. 300 gms. below.) —797 

50 „ 

Etha flex 2mm thickness x 2mtr. x lmtr. 
(Skin colour)—300 

2 0 Nos. 

Etha flex 6mm thickness x 2mtr. x lmtr. 
(Skin colour)—560 

20 „ 

Poly propylene Sheet 2mm x 2mtr. x 
lmtr.—1450 

20 „ 


Tender Schedule 

1. The period for which the rates to be in firm—One 
year. 


Materials—9 Nos. 


2. The rates should be inclusive of sales tax, and 
for free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 100 Kerala-Non Judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiaivananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives 
who may present at the time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 
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3(3<^ejo cruj ca.o3 cM3 6tt>1 < 0S>j omj. bc 8rieiocrujca>o8 
3 di 0 <TU 
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No. Cl/21741(1 )/2014/GMCT. 1st October 2014. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of the following items for 
PMR Department in Govt. Medical College at 
Thiruvananthapuram. Tenders should be superscribed as 
tender numbered and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 011. Details can 
be had from this office on working hours till 3.30 p. m. 

Tender Number and Name of Items with Quantity— 
144/2014, Raw Materials— 56 Nos. 


Cost of tender form (inclusive of VAT): 

Original—' 630. 

Duplicate— 315. 

Last date and time of sale of tender form—10-11-2014, 
3 p. m. 

Last date and time of receipt of tender form— 
11-11-2014, 2.30 p. m. 

Opening date and time of tender—11-11-2014, 3 p. m. 

Tender forms can be had from the office of the 
Principal, Medical College, Trivandrum-11 upto 3 p. m. on 
working days. Tender forms will be sent through post if 
required provided due amount with sufficient postage 
charge (' 50 each) is sent by way of Money 
Order in favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 OIL Money 
Order should reach this office on or before 28-10-2014. 
No other form of remittance will be accepted. 

List of Raw Materials 


Approximate Quantity 


No. 

Name of materials 

Cost 

0 

Required 

(1) 

(2) 

(3) 

(4) 

1 

Poly propylene Sheet 

3 mm*2mtr*lmtr. 

1,500 

20 Nos. 

2 

Poly propylene Sheet 

3 mm *2mtr* lmtr. 

1,600 

10 Nos. 

3 

Thinner (1 ltr. Container) 

132 

251tr. 

4 

Pop Powder (50 kgm-Packing 
with Double packing¬ 
manufacturing date within 
three months) 

13.50 

500 kgms. 

5 

Aralditop (25 kgms. container) 375 
sealed packing 

100 kgms. 

6 

Hardener (5 kgm container) 

576 

10 kgms. 

7 

Colour pigment ("E" sand 
stone) 1 kgm container 

280 

10 kgms. 

8 

Adhesive for wood (1 ltr 
container) 

280 

5 kgms. 

9 

Adhesive for Rubber (5 ltr 
container) 

880 

25 Tins. 

10 

Aluminium flat 1/8" *1 " 

(12 feet, length) 

269' 

20 kgms. 

11 

Aluminium flat 1/8" *3/4" 

(12 feet, length) 

269' 

20 kgms. 

12 

Aluminium flat 1/4" *1" 

(12 feet, length) 

175' 

20 kgms. 

13 

Copper Rivet 3/16" *3/4" 

699 

5 kgms. 


(Flat Head) 


14 

Copper Rivet 5/32" *1" 

(Flat Head) 

825 

5 kgms. 

15 

Copper Rivet 1/8" *3/4" 

(Flat Head) 

820 

5 kgms. 

16 

Drill bit 1/8" 

(Top Quality) (3mm) 

18.50 

100 Nos. 

17 

Drill bit 5/32" 

(Top Quality) (3.9 mm) 

26.50 

50 Nos. 

18 

Insulation Top/Steel grip 

11.50 

100 Nos. 

19 

Hack saw blade 1/2 " 

4 

100 Nos. 

20 

Machine oil (100ml container) 

120 

2 ltr. 

21 

Wooden block 4" *4"* 1.5 mtr 

1697 

5 Nos. 

22 

Wooden block 5" *5"* 1.5 mtr 1751 

5 Nos. 

23 

Jaipur foot Adult 9 size 

Length 9 inch (right) 

401 

20 Nos. 

24 

Jaipur foot Adult 9 size 

Length 9 inch (left) 

401 

20 Nos. 

25 

Jaipur foot Adult-10 Size 

401 

20 Nos. 

26 

Jaipur foot Adult-10 Size 
Length 10 inch (left) 

401 

20 Nos. 

27 

P.V.C. film 1.2mm thickness 
(150 micron) 

63 

50 mtr. 

28 

Velcroloop + Hook 25mm 
width skin colour 
(25 mtr-roll) 

320 

20 roll 

29 

Velcroloop + Hook 50mm 
width skin colour 
(25 mtr-roll) 

370 

10 roll 

30 

Rolling Buckle 3/4" 

169 

25 Pkt. 

31 

’D’ ring 3/4" 

189 

25 Pkt. 

32 

Jig saw blade 

20 

10 Nos. 

33 

Sewing machine Needle 

Heavy Duty 

10 

15 Nos. 

34 

Boot eye let Aluminium 

350 

10 Nos. 

35 

Needle File 4" 

50 

10 Nos. 

36 

Bombay twin No. 88 
(Sole stitching thread) 

49 

50 Nos. 

37 

Stitching thread Black (Cone) 

50 

20 Nos. 

38 

Stitching thread Brown (Cone; 

i 50 

20 Nos. 

39 

Stitching thread White (Cone) 

50 

20 Nos. 

40 

Rolling Buckle 1" 

185 

10 Pkt. 

41 

Corbon Pencil 

54 

5 Pkt. 

42 

Marker Pen (Permanent) 

19 

25 Nos. 

43 

Oil Paper/Tracing Paper 

54 

5 Qr. 

44 

Emery cloth (Rough) 

13.50 

50 Nos. 

45 

Tailor Tape 

10 

25 Nos. 

46 

Oil Stone/Kadapastone 

130 

5 Nos. 


48 

Foam Padded Rexin 
(Skin Colour) 

194 

50 mtr. 

49 

Asbestos gloves 

100 

10 Prs. 

50 

Fiber mate 

190 

10 kgm. 

51 

Cork rubber 1/2" Thick 4" 

*3" 445 

5 Sheet 

52 

Knee Ankle Foot orthosis 
Adult Size right side 

1,570 

10 Nos. 

53 

Knee Ankle Foot orthosis 
Adult Size left side 

1,570 

10 Nos. 

54 

Through Knee Joint 
(AK Joint) Adult size 

1,500 

10 Nos. 

55 

Elbow Step Hinge for 

1,500 

1 No. 


Prothesis Rt 

Tender Schedule 

1. The period for which the rates to be in firm—One 
year. 

2. The rates should be inclusive of sales tax, and 
for free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in 100 Kerala-non Judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. 
Tenders without samples will not be considered 
for selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 


15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 

18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 

(5) 
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No. C3-18698/2014/MCT. 1st October 2014. 

Sealed competitive re-tenders in the form prescribed 
are invited for the supply of the following items required 


for the Neuro Surgery Department of Medical College 
Thiruvananthapuram. Tenders should be superscribed 
tender numbers and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 Oil. Details can be 
had from this office on working hours till 3.30 p. m. 

Tender No. and Name of items—147/2014—Surgical 
Diathermy—1 No. 

Cost of tender form (Inclusive of Sales tax): 

Original—' 420. 

Duplicate—' 210. 

Last date and time for sale of tender form— 

13- 11-2014, 3 p. m. 

Last date and time of receipt of tender— 

14- 11-2014, 2.30 p. m. 

Opening date and time of tender—14-11-2014, 3 p. m. 

Tender form will be sent through post if 
required provided due amount with sufficient postage 
charges (' 50) is sent by way of Money Order in 
favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 011. Money 
Order should reach this office on or before 23-10-2014 
at 3 p. m. 

Technical Specifications 

1. The unit should have mono-polar and bi-polar 
modes. 

2. The unit should have separate generator for 
mono-polar and bi-polar. 

3. Should be compatible for both open and 
laparoscopic surgery. 

4. Should have facility to connect two mono-polar 
electrodes. 

5. Should have separate digital display of power 
settings for bipolar and mono-polar cut and 
coagulation modes. 

6. Should have return electrode contact safety. 

7. Should have different audible alarm for cut and 
coagulation modes. 

8. Should have maximum range mono-polar cut power 
from 300 to 400 Watts variable in steps of 2 watts 
in lower power and 5 watts in high power. 

9. Should have mono-polar coagulation power 120 
Watts variable in steps. 

10. Should have maximum bi-polar coagulation power 
120 Watts variable in steps. 

11. The unit should be provided with suitable power 
cord and should be compatible with Indian 
standard wall socket. 


12. Should have a volume control for the audible 
alarm. 

13. Should be supplied with reusable flexible silicon 
rubber patient return plate with return electrode 
safety—1 No. 

14. The performance of the unit should not be affected 
by electro-magnetic interference radiated or 
conducted through power lines from another 
device. 

15. The working of the equipment should not interfere 
with the functions of other devices. 

16. It should have National/International standards to 
ensure the safety and quality. 

17. Warranty:— 

• It should have three year comprehensive 
warranty which includes all part of the 
Equipment. 

• The supplier should provide minimum three 
preventive maintenance visit per year and 
unlimited break down call during the warranty 
period. 

• The supplier should provide after sales support 
for a period of minimum 7 years from the date 
of installation and to ensure 98% uptime in 
performance/operation of the equipment during 
the warrranty period. The response time for 
fault inspection and repair should not be more 
than 24 hours from intimation. The repair 
should be affected immediately with minimum 
delay. 

• CAMC/AMC rates for 5 years after warranty 
period should be quoted. 

18. Demonstration of the equipment with all 
accessories should be mandatory for the evaluation 
of the conformity/non conformity of technical 
specifications and performance of the product. 

19. Standard accessories 

• Should be supplied with 3 pin hand pencil 
5 nos. with cable. 

• Should be supplied with reusable mono-polar 
active handle with cable compatible for foot 
operation (with complete set of electrodes)- 
5 Nos.-silicon rubber reusable. 

• Should be supplied with reusable insulated 
bayonet shaped bipolar hand piece with cable 
compatible for foot operation-2 Nos. 

• Should be supplied with color coded pedals 
water proof foot switch for mono polar and 
bipolar. 

Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 


2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, otherwise 
the tender will be rejected. 

3. Advance payments conditions will not be considered. 

4. Tender forms are neither transferable nor the cost of it 
will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ' 100 Kerala-Non Judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in 
favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. They should have 
valid authorization letters. 


18. More details can be had from this office on 
working hours. 

19. Amount quoted should be in Indian Rupees. 

Medical College, (Sd.) 

Thirn v ananthapuram. 

Principal. 
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ceojAODjgg]. oflei ®i1(ol6ic&) eielcoeijcroraiej. 3(3r>ejocnijcft>(/3 
O6)cft)i2ogo 6iiij(§>oa3 njosjggoiei. cnioe&fflilda) oj1oo30ooo6313o3 
B^aeiocnilcsmoeisorajo eje1t06ijanDraiO6rTi. 3^'^eiooni cmadinjlceeij 
(sanoc/3 ' ioo-6)ci^ aj(.3oJL«notoi1(o3 cnimaoinJiraiciijo <ft>jo§ 

61nJ<§>jaD (310) 61 c0d Ol1ejCSDJ6)S 63(0 J C/DCOiaOOlo OJOJC1D 

OTijtSjCfficeo LMlaScnilajogleia^ <2nj<o1(o3 a/nsKOiailsias cuilfflooijT 
(.cuion/oego mirfloailGcM/nj cni(3§1ao1c96)Ggo ailoOTiiofu^mocnn 
fnia(3(jjl(ic06i6ng®iO6rn. crilooithtn^ojjo onamccsiaJtcaicujo gggScS6io 
6)nj(§>o«5i5i 3(3>^eioanijca>o3 cril(0fni1c96)janD®i06iTd. 

No. C4/674/2014/GTDMCA. 24th September 2014. 

Sealed tenders are invited for the the supply of 
Various Instruments for emergency surgery for ENT 
Department in Government T. D. Medical College, 
Alappuzha. 



PAC—' 2,00,000. 


The envelopes containing the tender should bear 
the superscription Tender No. & due date and should 
be addressed to The Principal, Govt. T. D. Medical 
College, Alappuzha. 

Last date for receipt of tender will be 25-11-2014, 

3 p. m. Late tender will not be accepted. The tender will 
be opened at 11 a. m. on 26-11-2014 in the presence of 
such of the tenderers or their authorized representatives 
who may be present at that time. 

Intending tenderers may obtain the tender form from 
the undersigned on all working days from 10 a. m. to 

4 p.m. on a cash remittance of ' 420 which is the price 
fixed for a form and which is not refundable under any 
circumstances. The tender forms are not transferable. 
Sale of tender forms will be closed at 
12 Noon on 25-11-2014 . Cheques, Postage stamps etc., 
will not be accepted towards the cost of forms, nor will 
the forms be sent per V. P. P. Tender forms will be 
supplied to the firm by registered post subject to a cash 
payment of ' 50 in addition as postage charges. Money 
order will be accepted only if received within 10 clear 
working days prior to due date for submitted tender. 
Duplicate tender forms, if required will be issued at 

210 per copy. Further details can be had from the college 
office during working time. Tender should be accompanied 
by an agreement executed in Kerala Stamp Paper worth 
100 and EMD 1% of total cost of the items tendered. 
Tenders without EMD will be rejected. 

Govt. T. D. Medical College, (Sd.) 

Alappuzha. Principal. 

B(3<^eiocru ojomn,o 

(10(111(3 ci0OTJ1-652l/l4/6)r4).ci3)o.fnjl.r^)^. 2014 6) 01) oJO 06111 (3 18. 

Gcft>o!ptec06)os 6iacu51c9S)ro3 (B<ft>oc8gK! fflocn^c/alosj cr\)o(0dMd6m 
(Sca>(.ci3(i3Tro1tBejceffl aoAcnilssoS m51ejl6ng(3 ojlraiai 

<tuoo3cuj stiil-6)6iSiTj (20 a®srno) ciil(3)06mo onj^cmcailcseices) 
cnlcMjIaneciOooraroilraS 5issneojca>a3 cMdeml^jj 

6ica>ogg2fmj. 3«S^ejocru «3resd3€>oG>njc§>jcm ca>ciJo1m32)3<ft.g1(33 
3(3^ejocru cnorndS o^ipjcsOTieneraijo cruj(.nJ6n§, aorai^oDlosj 
cruoOdMd6rocBc&>[a3o, <Soa,o(ptec8S)os-8, (Scftogo n^am ajlejomxmmlcaS 
(3racD)ijlffllec9S)6ngcs)j2i06rh. 3(8>^eio(Tujcft)U3 troofflip e^roimlgjgg 
(mlcoxOTltafleijo arummiraiOTjo raraeo-pcri nnossaoQailgjgg 3c3^eiocnj 
(ruataajl^iajrajaseoo (3raajc3 ^jaKoei6in_|sjRsro)lcQ>l§jgg 
ffloojesQcsDo croocmlraii^raTSilKjS (mjOcSffljaTKmosm. 6)6)Oj<ft>1cft>1§2cm 
3c3<T£iocru2<ft>c/3 njffllcosrrilcSffljanDcmej. 

(OTdS&RKS (3)Jeft)-' 1,31,500. 

mlffl«5)Lf30Jio—1%. 

3(3^ejocru GaCooraT3ifc>c$ ailei (chl<ft,j(m1 miarilraio): 


aoIslcnraS—' 458. 

CU)UcJl(B<fl6)6—' 229. 

Oo 6\) O 

3 ( 3 ci£iocru Qnriooo QjIraStMjcm rareaicruom oil era rail < 2)30 

CrufflCQXUJo-10-11-2014, 3 0160)1. 

3 «S<i£ioanj (SaDODo cruj1ca>ffllc96)j0D rareajomom ®) 1 c®cm 1 cQ>jo 
arumcCDOJJo-11-11-2014, 5 2)611)1. 

3c3^£io(n) (mjOcesijanD railaDanlcrajo crMcraaijo— 12 - 11 - 2014 , 
11 2161101. 

SRSnejocru a)1o<fl6> toJosm^cDisileilffllecseieng (3)1<ra(3)1— 
30-11-2015. 

3^dejooru <tu2k3<t_|1 coaj aioa3 (moraSru 213 gg <ik3 
6)a0. o0o. mil. a0oj. 630oDlmilra6 raracioJeftfldlcseijaDoJcMio 
(3T3)(UaD^2lOC!C!) 3(3^0010 (8a£)0O6313C/3 OlJcfljglcoS 6)<ft>OSJRST®l(alc96)JCm 
(.oJcSiOfflo «5)j<ft> rares^joraS eiel 086)3 cm raid 6im. 3(3<ieiom) 
Go£ioo63raa3 6)6)ca>aogo 6)njcg>0a® ojosjggcmej. 6)nJd36>3ca>a3, 
(SnJOCBOUK! OUOOIJ, LCUDOoDO 0001)1(11 Bc3<'‘ejOCll> (8 o£) 00(313)16)03 
ailej (raocral aoulcft. ol <s6)j cm (5) ei. 3(8<^eiocru (Saoooo 
ail.rJI.rJI. (313) (0)1 (313 (2) (2) < 86)3 (IT) (5) £|. 

cBj^sjoioS qjIqj o 63Bo 3 (.njaj^(3i3)1cru2) craram gt) 

630nn1cru1c33 rarecsaunril^joraS C3rao1o»oaijcm(3)0 6m. 6>S6ne<3 
cnsoJs1ca>c/3 2ijcmo1co)1nj1eio6)(3) ml §l6iaj cm 686)300 able mo 
ml(3rai3)1 chotc 06)j am ®)1(8cno ggg (3i3U)1c&>orao crojLnjenelraS 

(hlcftfldloj (3) 2)0611). 

No. S1-6521/2014/IMCH. 18th September 2014. 

Sealed tenders are invited for supply of Oxygen 
Cylinder with stand B type (20 Nos.) in IMCH Medical 
College, Kozhikode-8. List of item can be had from the 
office of the undersigned during office hours on any 
working days. Envelop containing tenders should be 
superscribed with tender number and should be addressed 
to the Superintendent, IMCH, Medical College, Calicut-8, 
Kerala. Tender must be submitted in sealed cover. Tender 
will be opened on 12-11-2014 at 11 a.m. in the presence of 
such of the tenderers or their authorized persons who may 
be present at that time. Late tenders will not be accepted. 

Approximate cost—' 1,31,500. 

Cost of tender forms (including Tax): 

Original—' 458. 

Duplicate—' 229. 

If sent by post, postage charge—' 50. 

Closing date and time of tender forms—10-11-2014, 
3 p. m. 

Last date and time of receipt of tender forms— 
11-11-2014, 5 p. m. 



Date up to which rates are to be firm—30-11-2015. 

Specification 

Oxygen Cylinder with stand B type 
(139.7mm 0.D x 850mm length x 
10.0 litres W.C.) 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Calicut, Kerala will 
obtain the requisite tender form in which the tenders 
should be submitted. 

Application for tender forms should be accompanied 
by the cash remittance as noted above for a set of tender 
forms in which will not be refunded on any circumstances. 

The tenders should undertake the responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 

The tender forms are not transferable. Cheques, 
Postage Stamp, Draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPP. Tender should be accompanied by EMD amounting 
to 1% (Rounded to next 1 Rupee) of the total cost of 
articles tendered for. The tenders not accompanied by 
sufficient EMD will not be entertained. 

Further details can be had from the office of the 
undersigned during office hours on any working days. 

Institute of Maternal & Child Health, 

Govt. Medical College, (Sd.) 

Kozhikode. Superintendent . 

r3(3a£jocru njracru^o 


cncmdS n®o^i- 255 o/i 4 /Dci 0 .cnil.cujl. 2014 a<fecsso 6 njc 3 10. 

<S<ft>0S>1(!c96)0S 0)<U. 6)2)CU)1 c 06)(33 Gcft>0GgSfl6)£J 6)CT)61&JJG(30U) 

QjleocoflsrtnlcsejcM) a<A§lnJOffloeao 6 rblg (3 5 ruoaom 1 gojca>u 3 asset) 

(636)C06TT)o) cfcOcJG 000(0)0^0 (636)(D6mo) n^CTOlCU Oj1«i)ffl6TT)o 

cns«tT!j)jcm«))1(Bejc0S) cnlGcmo caracsojas 

raraooflca^ffl) cu)°lej(3aoffl1«t3 crikcmo fflcaruoouilnilol 

(oxujfflOQffl a(3>^ejocn)jcft)a3 dMd6mTqiad3iOS3)ar)). orajcijaa^oizialKta 
gnj<ft,ffl6rr)63T3gjas/cn)0(i)cr)S3T3gjas L^m<3(5T5)coffl1<3)1c9>c/3 ecnol§ 
cnsrarml gstuood^ 6>n_| sj 

eraro)6rBO)06rn. 

tyjjc&eooa oilej—' 2 , 15,000 
mlffl«j)L3(Uio— 1 % 

<3(3<‘>£jocn) (BnOODarrolacig oiler 
aolsIcnraS—' 420 . 

OJDUnil(5c9S)d- ' 210. 

tyo 6 V> o 

et)nJora 3 ojs> 1 —' 470. 

3(3(iejocru g noo o 63B c/3 «t)nJora3 onpl aj1ra3<ss)j(m 

(mIoatrolaDjo cruacrsoijo— 17 - 11-2014 gijc3)1<3l6T5r5) 2 ambl. 

(3^>^ejocru Gae006313c/3 g<t>o 1§ eielcBOjoD rarcoicroocn 
(mlcQxmlcmjo cruffloaojjo—22-11-2014, 3.30 a 6ml. 


3(3^ejocn)jcft)(A cn)/lcft>ffl 1 c 06 )jcm rarecucroom «t)ltn)«t)1cQ)jo 
cruaoffioijo— 24 - 11 - 2014 , 3.30 216 ml. 

3^<^eiocn)jcft,u3 ®)jOc96)jcm snlcQHuflcmjo cruaioQxiqo— 
25-11-2014, 11 2)6m1. 

(3(3aejom)jcft.(A cncni(3 G2ifflejs>jGraiiT)0sjcft)js1 

Gcnralff oo«53cft.jcft.ecQ)o cmjio-isne, 6Da3aru1oy§ sooe a^oru 
(utlcrulcntom, o)oi6n3a2io^" 6>2icu)1d96)C58 Gcft>c)Gge3, afflajDlcsaraS 
GcSjOGgSS n_ll. 63., Gcft>0<PlGd36):)S-673 008 n®0T) OileiO03X313)1 (33 
mraoicruom anlcoxBflofflces) aijcnSnJOcffll ta>1§c3rn)ceaoilu)o eonJoeilraS 
STatnicfficeajAGciao aiUG^eneenocaqanj. aaoi^l eieltsajcmoi 
oaoatroooj ca>offl6moicaoeijo mt/ltfcffllteajcmfmei. 3(3<^eiocn)jtft.<A 
ajc&glraS crujrJlryl^jlffllcsajaD aloicruo oooilaei n 2 i 6 m 1 coa 
3 c3<^eiocru crumtSryl^jlffllteajaDOjffljasecfflo slcmooS ^jaeaei 
anjsjcnirolmilalcaajaDoiffljasecffio <Tuocm1(3D^(3T3)1(38 enjocea 
arysjcm«))06rr). ra)nJoeil«)3 eje1e<ea6n§ 3(8>^eio(Tu Gaooocmntoajj 
oil ei® oral 26 ml ao(3cu)(3 mo(.®)ca CTui1ca>a1caaic9i(r!))S3). 
3(3a£ioonj GneomlraS ca>06m1^pffl1ceaj(m ®)jca> gDo3cu)^o3 ffl]njc®1(n3 
{3i3)CD)lffl1c0a6mo. 

100 oileicajgg Gcaag ajtranJtenettrolaS cnloailst) 

2)0(5)^ c0> <32)1 £JJgg cru 221 ®)nJ (.13)0 OJ 0 CO 3 (313) (3) J eft. Cffl J a S 1% 

(Dio«n(aoi^G(3i3)osjcajs1 3^rieiocrulGcnoasoijjo crua(3o_|1 
G €006133 (3)060). <aqSJ(S)(33 Oil OJ ffl 6313 Cl3 gD03m)1g^]§ 630ni? 

anj(TO cuilcrulamcru, cmajaDjnJL®)! cn)jtoJ6ne cm^aolcrdlraS crilcmjo 
(.aJ 01(3 (313)1 Cn)a(D)63Bg1(53 ejg^2106m. (GciO06n3: 0495 2359645). 

No. S1/2550/2014/ICD. 10th October 2014. 

Sealed and competitive tenders in the prescribed 
form are invited from the manufacturers or authorized 
suppliers for the supply of Multiparamonitor with 5 
Parameters (1 No.) and Capnograph (1 No.) to the 
Institute of Chest Diseases, Govt. Medical College, 
Kozhikode. Demonstration of the item are to be done if 
necessary. 

Estimated cost— '2,15,000. 

Earnest Money Deposit— 1% 

Cost of tender form: 

Original— 420. 

Duplicate— 210. 

By Post—' 470. 

Last date and time of sale of tender form by 
post—17-11-2014, 2 p. m. 

Last date and time of sale of tender form— 
22-11-2014, 3.30 p. m. 

Last date and time for receipt of tender— 
24-11-2014, 3.30 p. m. 



Date and time for opening of tender—25-11- 
2 0 14 , 

11 a. m. 

Tenders should be superscribed with Tender 
No. S1/2550/2014/ICD and addressed to the 
Superintendent, Institute of Chest Diseases, 
Govt. Medical College, Kozhikode-673 008. Tenders 
should be submit on or before 24-11-2014, 3.30 p.m. 
Belated tenders will not be accepted. Each tender should 
be submitted along with an agreement signed and 
executed in Kerala Stamp Paper worth ' 100 (Rupees one 
hundred only) and Earnest Money Deposit @ 1% of the 
total cost of items tendered for. Tenders will be opened on 
the above date in the presence of the tenderer or their 
authorised representatives. 

Rates should be quoted in Indian Rupees only 
against payment. The tenders which do not satisfy the 
condition without the agreement and with sufficient EMD 
are liable to reject without any notice. Cheque, Draft, 
Postage Stamps etc. will not be accepted towards the cost 
of tender forms. Duplicate copy of tender form can be 
obtained on payment. Stamp Paper will be supplied to the 
firms outside Kerala, on request, along with the remittance 
of 140 by Money Order taken in favour of The 
Superintendent, Institute of Chest Diseases, Govt. Medical 
College, Kozhikode-673 008. 

Further Details can be had from the office of the 
Superintendent, Institute of Chest Diseases Govt. Medical 
College, Kozhikode during working hours 
Phone: (0495-2359645). 

Office of the Superintendent, 

Institute of Chest Diseases, 

Govt. Medical College, 

Kozhikode. 


(Sd.) 

Superintendent. 


